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The continued threat of emerging, highly lethal infectious pathogens such as 
Middle East respiratory syndrome coronavirus (MERS-CoV) calls for the devel¬ 
opment of novel vaccine technology that offers safe and effective prophylactic 
measures. Here, a novel nanoparticle vaccine is developed to deliver subunit 
viral antigens and STING agonists in a virus-like fashion. STING agonists 
are first encapsulated into capsid-like hollow polymeric nanoparticles, which 
show multiple favorable attributes, including a pH-responsive release profile, 
prominent local immune activation, and reduced systemic reactogenicity. 
Upon subsequent antigen conjugation, the nanoparticles carry morphological 
semblance to native virions and facilitate codelivery of antigens and STING 
agonists to draining lymph nodes and immune cells for immune potentiation. 
Nanoparticle vaccine effectiveness is supported by the elicitation of potent 
neutralization antibody and antigen-specific T cell responses in mice immu¬ 
nized with a MERS-CoV nanoparticle vaccine candidate. Using a MERS-CoV- 
permissive transgenic mouse model, it is shown that mice immunized with 
this nanoparticle-based MERS-CoV vaccine are protected against a lethal 
challenge of MERS-CoV without triggering undesirable eosinophilic immuno- 
pathology. Together, the biocompatible hollow nanoparticle described herein 
provides an excellent strategy for delivering both subunit vaccine candidates 
and novel adjuvants, enabling accelerated development of effective and safe 
vaccines against emerging viral pathogens. 


1. Introduction 

Amidst the growing need for better vac¬ 
cine technology against emerging infec¬ 
tious threats, antigen and adjuvant 
delivery by synthetic nanoparticles has 
shown much promise toward improving 
vaccine safety and effectiveness.hi Par¬ 
ticulate vaccines have been engineered 
with virus-mimicking features—including 
nanoscale morphology,l 2 ' multivalent 
antigen display,! 3 ! and antigen/adjuvant 
colocalizationl 4 !—to promote immune 
cell engagement and antigen processing. 
However, reliable coupling of antigen 
and danger signals in a virus-like fashion 
remains challenging at the nanoscale as 
the task demands stable adjuvant compart- 
mentalization in functionalizable nanocar¬ 
riers for antigen association. We herein 
demonstrate a viral capsid-like hollow 
polymeric nanoparticle encapsulating an 
emerging class of STING (stimulator of 
interferon genes) agonist adjuvant as a 
viromimetic vaccine platform. Consisting 
of a thin shell of poly(lactic-co-glycolic 
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acid) (PLGA) with a large aqueous core, the hollow nanoparti¬ 
cles stably entrap the soluble adjuvant for antigen conjugation 
and storage. Owing to the acid-sensitive PLGA hydrolysis, the 
nanoparticles readily release the adjuvant upon cellular uptake, 
facilitating immune activation and antigen recognition. To our 
knowledge, the present work is the first report of a PLGA-based 
hollow nanocarrier capable of adjustable encapsulation and 
controlled release of STING agonists for vaccine development. 

Localized at the endoplasmic reticulum, STING is a potent 
inducer of type I interferons (IFNs) typically activated upon 
intracellular infection.I s ! Following stimulation by cyto¬ 
solic cyclic dinucleotides (CDNs), STING activates IRF3 and 
NFjcB, which in turn upregulate the expression of type I IFNs 
and other pro-inflammatory cytokines to shape the adaptive 
immunity.' 511,6 ' The well-defined immune activation mecha¬ 
nism of CDNs has made them a desirable adjuvant candidate 
for improving vaccine potency. However, free CDNs are not 
readily membrane-permeable, and their systemic distribution 
may trigger undesirable reactogenic effects.' 7 ' In addition, given 
that type I IFNs are pleiotropic and can undermine immune 
responses upon out-of-sequence antigen presentation,' 8 ' CDN 
delivery is preferably synchronized with target antigens for 
optimal immune potentiation. While multiple formulations 
have been prepared for CDN delivery,' 9 ' their shortcomings 
ranging from poor encapsulation efficiency, size limitation, and 
carrier instability leave much room for carrier improvement. 
In light of these considerations, we demonstrated that the 
hollow polymeric nanoparticles can encapsulate tunable levels 
of cdGMP at a high efficiency and improve the compound’s 
potency and safety. Surface functionalization of the nanoparti¬ 
cles was mediated by incorporation of DSPE-PEG-maleimide in 
the polymeric shell, which allowed for further antigen conjuga¬ 
tion for vaccine preparations (Figure 1A). In the present study, 
a vaccine against Middle East respiratory syndrome coronavirus 
(MERS-CoV) was prepared based on the viromimetic design. 

MERS-CoV is a high-mortality pathogen with an urgent need 
for effective countermeasures.' 10 ' Since its first isolation from 
a fatal Saudi patient in 2012, there has been continuous out¬ 
breaks with more than 2000 reported cases across 27 countries 
and a mortality rate of 35%. The /3-coronavirus is closely related 
to severe acute respiratory syndrome coronavirus (SARS-CoV), 
with dromedary camels as the primary reservoir host for human 
infection.' 11 ' Currently, no effective therapeutic or prophy¬ 
lactic measure is available against the disease, and MERS-CoV 
vaccine development remains a global health priority identified 
by the World Health Organization (WHO). While several 
virus-based vaccines have been explored,' 12 ' major efforts on 
MERS-CoV vaccine research are devoted to subunit candidates 
such as MERS-CoV spike protein and its derivatives, SI protein 
and receptor binding domain (RBD) for safety and logistical 
considerations.' 13 ' Ongoing challenges remain, however, as 
observation of vaccination-induced pulmonary immunopa- 
thology in immunized and challenged hosts raises concerns 
over the use of traditional, Th2-dominant adjuvants.' 14 ' In 
addition, with cellular immunity being an increasingly recog¬ 
nized component alongside neutralizing antibodies for durable 
protection against the mutation-prone virus,' 15 ' MERS-CoV 
vaccines may benefit from technologies that can effectively 
promote both humoral and cellular immune responses. 


To overcome the abovementioned challenges in MERS-CoV 
vaccine development, the nanoparticle vaccine prepared herein 
integrates recombinant MERS-CoV RBD antigens with cyclic 
diguanylate monophosphate (cdGMP), a canonical STING 
agonist, known to promote Thl immune responses and cellular 
immunity against the infectious threat. The RBD antigen-coated 
nanoparticles possess a virus-like morphology and can coordi- 
nately deliver both antigen and adjuvant in vitro and in vivo. In 
comparison to formulations that contain soluble antigens and 
adjuvants, inoculation with the nanoparticle (NP)-based vaccine 
induced greatly enhanced antigen-specific humoral and cellular 
responses in immunized mice. We further demonstrated 
that immunization with this NP-based MERS-CoV vaccine 
confers the protection against lethal MERS-CoV challenges 
in highly MERS-CoV-permissive transgenic mice globally 
expressing human dipeptidyl peptidase 4 (hDPP4), a functional 
MERS-CoV receptor. As the viromimetic nanoparticles are 
comprised entirely of biocompatible materials, this synthetic 
approach not only affords a safe and viable strategy in bridging 
the effectiveness between subunit and virus-based vaccines, but 
also provides a robust and versatile platform toward addressing 
the public health demand for vaccine development. 

2. Results 

2.1. Preparation and Characterization of STING Agonist-Loaded 
Hollow Polymeric Nanoparticles 

The capsid-like hollow nanoparticles were prepared using a double 
emulsion process with 10 000 Da PLGA. Characterizations by 
cryo-EM and the dynamic light scattering (DLS) analysis revealed 
that the hollow nanoparticles had a shell thickness of =10 nm 
and a unimodal particle distribution with an average diameter 
of 114.0 nm (Figure 1B-D). A large aqueous interior could be 
observed, and successful encapsulation of cdGMP was verified by 
HPLC (Figure IE). On the other hand, no peak of nanoparticle- 
associated cdGMP was detected after directly mixing hollow nan¬ 
oparticles with cdGMP, indicating there is no interaction between 
the nanoparticle and the adjuvant (Figure SI, Supporting Infor¬ 
mation). With different cdGMP input, loading efficiency was 
consistent at approximately 48% (Figure IF). This result indicates 
consistent partitioning of cdGMP solutions inside the hollow 
nanoparticles regardless of cdGMP concentration, thereby ena¬ 
bling controllable adjuvant loading for vaccine development. The 
cdGMP-loaded nanoparticles (NP(cdGMP)) are highly robust as 
litde adjuvant release was observed over an extended period of 
time upon storage in enclosed Eppendorf tubes at 4 °C and room 
temperature (Figure SI, Supporting Information). In a dialysis 
experiment at 37 °C, (NP(cdGMP)) slowly released the adjuvant 
in a sustained manner at pH 7.4 but had a burst release profile 
at pH 5. This pH-sensitive release kinetics could be attributed to 
the acid-labile ester hydrolysis of PLGA under acidic conditions 
(Figure 1G). The release profile is favorable for vaccine delivery 
as the nanoparticles can retain their content upon administration 
and unload their cargoes once entering the acidic endolysosomal 
compartment following cellular uptake. 

The structure of the hollow nanoparticles is reminiscent of 
self-assembled polymersomes' 16 ' and single-emulsion-based 
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Figure 1. Characterization of adjuvant-loaded viromimetic nanoparticles. A) A schematic showing the preparation of viromimetic nanoparticle vaccine. 
Hollow PLGA nanoparticles with encapsulated adjuvant and surface maleimide linkers were prepared using a double emulsion technique. Recombinant 
viral antigens were then conjugated to the surface of nanoparticles via thiol-maleimide linkage. B,C) Cryo-electron microscopy of cdGMP-loaded hollow 
nanoparticle. D) Size distribution of nanoparticles determined by dynamic light scattering (DLS). E) HPLC diagram of adjuvant-loaded nanoparticles 
(NP(cdGMP)) and soluble cdGMP. F) cdGMP encapsulation efficiency at different adjuvant inputs. G) In vitro release profiles of cdGMP from PLGA 
hollow nanoparticles at pH 5 and pH 7. Error bars represent mean ± standard deviation (N = 3). 


crystalsomes,! 17 ! which possess sub-20 nm polymeric shells and 
large interior aqueous cores. Unlike these previously reported 
formulations, a double-emulsion process is adopted in the 
present work to facilitate the incorporation of water-soluble, 
nonionizable compounds. Upon adjusting the double emul¬ 
sion parameters, we observed that the molecular weight of 
the polymer is critical to the hollow nanostructure formation. 
Preparations with 40 000 Da PLGA yielded solid particles or 
particles with miniscule aqueous interior as observed under 
cryoEM (Figure SI, Supporting Information), which are con¬ 
sistent with prior reports on double-emulsion-based PLGA 
nanoparticles.t 18 ! These particles had poor cdGMP loading, 
which is also in agreement with previous, unsuccessful efforts 
on emulsion-based STING agonist encapsulation! 913 ! and reflect 
the long-standing challenge in nanoencapsulation of nonlipo- 
philic compounds.! 19 ! Successful preparation of the capsid-like 


hollow nanoparticles was made possible with the 10 000 Da 
polymer, which exhibits significantly lower viscosity in organic 
solvent as compared to the high-molecular-weight polymer 
(Figure SI, Supporting Information). Given the correlation 
between solution viscosity and surface tension,I 20 ! it can be rea¬ 
soned that double emulsions with the low-molecular-weight 
polymer solution had reduced interfacial surface tensions, 
thereby contributing to more stable core-shell structures and 
highly efficient incorporation of the cdGMP solution. 

2.2. STING Agonist-Loaded Nanoparticles Enhance Localized 
Immune Potentiation and Reduce Systemic Reactions 

For the subsequent studies, NP(cdGMP) containing 1.2 p.g 
cdGMP mg -1 of PLGA was applied. The particular formulation 
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Figure 2. Nanoparticle encapsulation enhances the potency and reduces the reactogenicity of cdGMP. A) Cellular uptake of soluble and nanopar¬ 
ticle-encapsulated Dy-547-labelled cdGMP in JAWS II cells. B) Production of IFN-/3, TNF-a and IL-6 by JAWS II cells treated with soluble cdGMP 
or cdGMP-loaded nanoparticles for 48 h. C) Upregulation of CD80 in bone marrow-derived dendritic cells incubated with 1 gg mL _1 of soluble or 
nanoparticle-encapsulated cdGMP for 24 h. Levels of D) IFN-/3 in the local draining lymph nodes and E) TNF-a in sera were analyzed by ELISA in 
C57BL/6 mice injected with soluble cdGMP or cdGMP loaded nanoparticles at the footpad. Error bars represent mean ± standard deviation (N = 3). 


contained approximately 1000 cdGMP molecules per particle 
as calculated with particle numbers measured by nanoparticle 
tracking analysis (=10 12 particles per 1 mg of polymer). To assess 
the immune potentiating functionality of the nanoparticulate 
STING agonists, we first compared cdGMP and NP(cdGMP) 
in in vitro studies with murine dendritic cell (DC)-like JAWS 
II cells. JAWS II cells have been widely used in immunolog¬ 
ical studies due to their ease of preparation compared to pri¬ 
mary dendritic cellsJ 21 l Though slightly less responsive, JAWS 
II cells exhibit similar phenotypic markers and functions to 
bone marrow-derived dendritic cells (BMDCs)J 22 ) Using a flu- 
orescently labeled cdGMP, we noted that the cellular uptake 
of water soluble STING agonist was greatly increased when 
it was encapsulated in the hollow nanoparticles (Figure 2A), 
concomitant with an increase in the induction of cytokines, 
including IFN-/3, TNF-a, and IL-6 (Figure 2B). The capability 
of cdGMP and NP(cdGMP) in inducing DC maturation was 
further confirmed by examining the upregulation of costimu¬ 
latory molecules, such as CD80 and CD86, on BMDCs. At an 
equivalent adjuvant dosage (1 pg mL _1 ), NP(cdGMP) signifi¬ 
cantly enhanced CD80 expression on BMDCs compared to free 
cdGMP (Figure 2C). These data indicate that the NP(cdGMP) is 
superior to free cdGMP in triggering host immune responses, 
in part, due to its more efficient uptake by professional antigen- 
presenting cells. 

To further verify the advantage of NP(cdGMP) in promoting 
immune activation at the draining lymph node and in pre¬ 
venting undesirable or even harmful systemic proinflamma- 
tory responses, we measured the levels of IFN-/3 and TNF-a in 
the popliteal lymph nodes and sera derived from mice primed 
with NP(cdGMP) and free cdGMP. The mice treated with 
NP(cdGMP) had prominent levels of IFN-/3 within the draining 
lymph nodes (Figure 2D), yet TNF-a in the circulation was sig¬ 
nificantly subdued as compared to mice receiving free cdGMP 


(Figure 2E). The later observation likely indicated that the free 
cdGMP rapidly diffused into the blood stream upon adminis¬ 
tration, subsequently causing unfavorable systemic inflam¬ 
matory responses. These data suggest that NP(cdGMP) can 
preferentially target the lymphatic system (i.e., draining lymph 
nodes), prompting localized immune activation while reducing 
systemic reactogenicity. 

2.3. Construction of Synthetic MERS-CoV Nanoparticle Vaccine 

To enable viral mimicry of synthetic nanoparticles as well as 
to provide the antigen source for vaccination, a recombinant 
RBD protein of the MERS-CoV spike antigen was produced 
using a baculoviral expression system (Figure S2, Supporting 
Information). After purification by FPLC, the identity of RBD 
protein was initially verified by its size at approximately 37 kDa 
with SDS-PAGE followed by the Western blot analysis with 
MERS-CoV-specific polyclonal antibody (Figure S2, Supporting 
Information). To facilitate RBD coupling with NP(cdGMP), 
the nanoparticles were prepared with DSPE-PEG-maleimide 
in the outer aqueous phase. Incorporation efficiency of the 
surface linkers was approximately 70%, yielding NP(cdGMP) 
with =3000 maleimide linkers per particle with negligible 
influence on cdGMP encapsulation efficiency (Figure S3, 
Supporting Information). A sulfhydryl-reactive cross-linker 
chemistry was adopted to conjugate the endogenous cysteine 
residues in RBD proteins to nanoparticle surfaces. Following 
the protein conjugation, the size of nanoparticles increased 
from 114.0 to 148.8 nm, and the zeta-potential shifted from 
-62.6 to -18.2 mV (Figure 3C). The polydispersity index (PDI) 
remained constant before and after protein conjugation, 
with a mean at 0.153 and 0.152, respectively (Figure S3, Sup¬ 
porting Information). Quantification by BCA assay showed that 
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Figure 3. Physicochemical properties of the MERS-CoV nanoparticle vaccine. A) Size and zeta potential of adjuvant-loaded nanoparticles before and after 
the MERS-CoV RBD antigen conjugation. B) Estimated numbers of MERS-CoV RBD antigens on each PLGA hollow nanoparticle. Nanoparticle-attached 
antigens were calculated by directly quantifying protein contents on nanoparticles after conjugation reaction using the BCA protein assay. C) Loading 
of cdGMP in synthetic hollow nanoparticles before and after conjugation with recombinant MERS-CoV RBD antigens. D) Cryo-electron microscopy and 
E) transmission electron microscopy of MERS-CoV RBD coated nanoparticles. F) Immunogold staining of the MERS-CoV RBD conjugated nanoparticle 
with anti-His tag and goat antimouse IgG antibodies followed by transmission electron microscopy. Error bars represent mean ± SEM (N = 3). 


RBD-conjugated nanoparticles (RBD-NP(cdGMP)) contained 
=70% of the antigen input, or =11.2 |ig of RBD per mg of PLGA. 
With approximately 1 x 10 12 particles per mg of PLGA, this cor¬ 
responds to =250 protein antigens per particle (Figure 3D and 
Figure S3, Supporting Information). Cryo-EM images further 
revealed that the hollow particulate structure remained intact 
following protein conjugation (Figure 3E). It should be noted 
that the nanoparticles appeared solid in structure upon nega¬ 
tive staining under TEM, in which uranyl acetate was precluded 
from entering the inner core, indicating the structural integ¬ 
rity of the polymeric shell (Figure 3F). Through immunogold 
staining, the presence of RBD antigens on the viromimetic nan¬ 
oparticles was further confirmed (Figure 3G). We also observed 
that the protein conjugation process had little influence on the 
encapsulated adjuvant content (Figure 3H), which highlighted 
the particle’s stability for surface functionalization. 

2.4. Viromimetic Nanoparticles Enable Antigen and Adjuvant 
Codelivery In Vitro and In Vivo 

Since coordinated delivery of antigens and danger signals is a 
fundamental attribute of viral vector-based vaccines and has 
been shown to improve subunit antigen immunogenicityb) we 
evaluated the antigen and adjuvant distribution by the viromi¬ 
metic nanoparticles using AlexaFluor-488 labeled RBD antigens 
and Dy-547 labeled cdGMP. Following 24 h of incubation with 
JAWS II cells, prominent antigen and adjuvant fluorescence 


signals were observed intracellularly (Figure 4A). At a high mag¬ 
nification, colocalization of the antigen and adjuvant signals was 
evident, indicating the viromimetic nanostructure remained 
stable in the medium condition for cellular uptake. We further 
examined the distribution of RBD-NP(cdGMP) following subcu¬ 
taneous administration in mice. One hour after the nanoparticle 
injection, colocalized antigen and adjuvant signals were observed 
in the draining lymph node. Further examination of CD169 + 
cells, which are subcapsular sinus (SCS) macrophages respon¬ 
sible for capture and recognition of viruses and particulate anti¬ 
gens, P 3 1 showed that a large number of the nanoparticles were 
colocalized with these “gatekeeping” cells (Figure 4B). This dis¬ 
tribution of the nanoparticle is reminiscent of previous studies 
showing colocalization of virus virions and CD169 + SCS mac¬ 
rophages in the draining lymph node following footpad injec¬ 
tion J 24 l The observation highlights the virus-like distribution of 
the nanoparticles, which synchronize lymph node delivery of 
surface-coated antigens and interiorly loaded adjuvant for better 
immune cell engagement and antigen presentation. 

2.5. Viromimetic Nanoparticles Induce Heightened and Durable 
Humoral and Cellular Immune Responses 

To determine the immunogenicity of the nanoparticle vaccine, 
groups of C57BL/6 mice were vaccinated subcutaneously with 
the RBD-NP(cdGMP), free RBD antigen admixed with free 
cdGMP, or free RBD antigen admixed with MF59 (Addavax), 
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Figure 4. Synthetic viromimetic nanoparticles facilitate coordinated delivery of antigen and adjuvant in vitro and in vivo. A) Cellular distribution of 
Dy-547 labeled cdGMP (red) and AlexaFluor-488 labeled recombinant MERS-CoV RBD antigen (green) in JAWS II cells following 24 h of incubation with 
RBD-NP(cdGMP). B) Localization of AlexaFluor-488 labeled RBD antigen and Dy-547 labeled cdGMP in the draining lymph node of C57BL/6 mice subcu¬ 
taneously injected with RBD-NP(cdGMP). Lymph nodes were collected at 3 h postinjection, and then processed followed by confocal microscopic analysis. 


a clinically used adjuvant for influenza vaccines. Following a 
prime-boost vaccination on day 0 and day 21, sera were collected 
over a span of 300 d for ELISA analysis. Compared to other 
groups, RBD-NP(cdGMP) induced significantly higher titers of 
antigen-specific antibodies that reached a peak two weeks post¬ 
boosting and sustained for 300 d (Figure 5A). Notably, IgG sub- 
type analysis on the sera collected on day 35 at the peak of the 
antibody response showed high levels of RBD-specific IgG2a 
antibodies in mice immunized with the nanoparticle vaccine, 
exhibiting a balanced Thl and Th2 response (Figure 5B). In 
contrast, free MF59 and cdGMP-adjuvanted RBD antigens 
induced weak IgGl responses and very limited levels of IgG2a. 
As Thl-associated responses and durable antibody titers are 
likely attributed to the help of CD4 + T cell, we next investi¬ 
gated RBD-specific CD4 + T cell responses elicited by different 
vaccine formulations. T cell responses at the acute phase 
were first determined seven days after the booster vaccina¬ 
tion by restimulating harvested splenocytes with purified RBD 
antigens.I 25 l Following intracellular staining and flow cytometric 


analysis, RBD-NP(cdGMP)-inoculated group showed the highest 
frequency of IFN)4 subset that corresponds to functional, 
antigen-specific CD4 + T cells (Figure 5C). Moreover, on week 
6 postboosting after the transition of effector cells into stable 
memory populations,l 2S l CD4 + T cells with the central memory 
phenotype (CD44 + CD62L + ) were also significantly elevated in 
the draining lymph nodes of RBD-NP(cdGMP)-immunized 
mice (Figure 5E). The antigen-specific CD4 + T cell as well as 
the expanded central memory population elicited by the viromi¬ 
metic nanoparticles can be thus associated with the augmented 
induction of anti-MERS-CoV RBD antibodies, particularly the 
Thl-associated IgG2a. 

2.6. Viromimetic Nanoparticles Induce Antigen-Specific 
CD8 + T cell Responses 

We further evaluated CD8 + T cell-mediated immunity, which has 
been shown to play a critical role in conferring protection against 
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Figure 5. Robust and persistent humoral and CD4 + T cell responses were induced in viromimetic nanoparticle-immunized mice. A) MERS-CoV 
RBD-specific antibody titers in C57BL/6 mice immunized with PBS, MERS-CoV RBD with soluble cdGMP or MF59, or RBD-NP(cdGMP) via the 
subcutaneous route. Error bars represent mean ± SEM (N = 6). B) MERS-CoV RBD-specific IgGl and lgG2a titers in immunized mice on day 35 post¬ 
vaccination. Error bars represent mean ± SEM (N = 6). C,D) CD4 + T cell responses against MERS-CoV RBD in immunized mice were determined by 
intracellular cytokine staining on day 7 after boost. Error bars represent mean ± SEM (N = 3). E,F) Frequencies of central memory (CD44 + CD62L + ) 
CD4 + T cell in the draining lymph nodes of immunized mice 28 d after boosting. Error bars represent mean ± SEM (N = 3). Statistical analyses were 
performed by unpaired t tests (*p < 0.05). 


MERS-CoV infection.! 153,26 ! Several peptides, including S366, 
S395, S483, and S434, were identified and validated by our group 
and others as epitope targets for MHC class I antigen binding.! 27 ! 
Following stimulating splenocytes with pooled peptides and 
intracellular IFN-y-staining, only the nanoparticle-immunized 
mice showed a distinct population of IFN-yproducing CD8 + cells 
(Figure 6A), indicating the viromimetic nanoparticles were supe¬ 
rior in inducing cytotoxic CD8 + T cells than the control formu¬ 
lations. We further dissected the nanoparticle vaccine-induced 
CD8 + T cell response using individual synthetic peptides, and we 
found that the majority of the RBD-specific CD8 + T cell response 
elicited by the nanoparticle vaccine targeted S395, followed by 
S483, and S434 (Figure 6C). These data demonstrate that in 
addition to the robust antibody responses, the nanoparticle 
vaccine is able to prime the cellular arm of the immune system 
against the target recombinant RBD antigen. 


2.7. Virus-Mimetic Nanoparticle Vaccine confers Protection 
against MERS-CoV Challenge in hDPP4 Transgenic Mice 

We further evaluated the immunogenicity, protective effi¬ 
cacy, and safety of this nanoparticle vaccine against 
MERS-CoV infection in a proof-of-principle study by using 
highly permissive hDPP4 transgenic mice. Briefly, aliquots 
of RBD-NP(cdGMP) were stored at -20 °C and transported 
overseas for assessment in human DPP4-transgenic mice. 
Upon validating that the nanoparticles retained their expected 
size, surface antigens, and adjuvant encapsulants following a 
2-month storage period (Figure S4, Supporting Information), 
both RBD-NP(cdGMP) and NP(cdGMP), which is without con¬ 
jugated RBD, were administered subcutaneously to the trans¬ 
genic mice on day 0 and day 28 (Figure 7A). Four weeks after 
the second immunization, sera were collected for determining 
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Figure 6. Viromimetic nanoparticle vaccine elicited strong CD8 + T cell responses against MERS-CoV RBD. A,B) CD8 + T cell responses against 
MERS-CoV RBD in the spleen of immunized mice were determined by intracellular cytokine staining on day 7 after boost. C,D) Peptide-specific CD8 + T 
cell responses were assayed on day 7 after boost by restimulating splenocytes with MERS-CoV RBD-derived peptides followed by intracellular cytokine 
staining. Error bars represent mean ± SEM (N = 4). Statistical analyses were performed by unpaired t tests. (*p < 0.05). 


the neutralizing antibody titers against live MERS-CoV using a 
Vero E6 cell-based microneutralization assay. Compared to the 
undetectable antibody response of the control NP-immunized 
animals, an average 100% neutralization titer (NT 100 ) of 128, 
ranging from 40 to 320 could be readily detected in each mouse 
immunized with RBD-NP(cdGMP) (Figure 7B and Table SI, 
Supporting Information). Following intranasal challenge with 
100 LD S0 (=10 3 TCID 50 ) of MERS-CoV EMC/2012 strain, two 
mice from each group were euthanized at 2 d postinfection 
(dpi) for assessing the viral loads and the histopathology of the 
lungs, whereas the remaining mice were monitored daily for 
the mortality until 24 dpi. As safety concerns of vaccination- 
induced immunopathology have been raised in MERS-CoV 
and SARS-CoV infection models with whole inactivated virus 
(WIV), recombinant DNA-based, and even modified vaccinia 
virus Ankara (MVA) vectored vaccines,! 28 ! we thoroughly exam¬ 
ined the pathological changes of lung specimens of challenged 
mice. Although no any eosinophilic infiltration could be readily 
observed in either group (Figure 7C and Figure S5, Supporting 
Information), mice immunized with RBD-NP(cdGMP) exhib¬ 
ited a mild infiltration of lymphocytes and monocytes as com¬ 
pared to the control nanoparticles (Figure 7C and Figure S5 
in the Supporting Information, blue arrows). While the 
exact nature of eosinophil-free inflammatory responses war¬ 
rants further investigations, we speculate that the enhanced 
Thl responses afforded by the nanoparticle vaccine might 
be accountable.! 29 ! Given the potent antigen-specific T-cell 
responses induced by the RBD-NP(cdGMP) and the high viral 
titer used for the animal challenge, it is likely that the lympho¬ 
cytic infiltration corresponded to local recruitment of vaccine- 
induced lymphocytes. The presence of such local lymphocytes 
has been reported to contribute to protective immunity against 
the respiratory virus.! 30 ! 


The viral titers in the animals sacrificed at 2 dpi were sub¬ 
sequently assessed. No infectious progeny virus was recovered 
from mice immunized with RBD-NP(cdGMP), compared to 
moderate, but readily detectable yields of infectious virus in 
control NP-immunized mice (Figure 7D). Quantification of 
the viral loads by quantitative RT-PCR analyses also showed 
a significant reduction in the amount of MERS-CoV RNA in 
RBD-NP(cdGMP)-immunized mice (Figure 7E), demonstrating 
effective containment of viral spread and replication. Further¬ 
more, mice immunized with RBD-NP(cdGMP) uniformly sur¬ 
vived at 24 dpi upon termination of the study. In contrast, all of 
the control NP-immunized mice succumbed to infection within 
16 dpi (p = 0.0246) (Figure 7F). These results of the pilot study 
validate the efficacy and safety of the NP-based MERS-CoV 
RBD/cdGMP vaccine against MERS-CoV infection and disease. 
Additional studies are warranted to comprehensively develop 
this vaccine candidate against the emerging infectious threat. 


3. Discussion 

Prioritized by WHO for vaccine research, MERS-CoV is a promi¬ 
nent example of emerging pathogens with an urgent public health 
need for preventative measures. Sporadic outbreaks of the disease 
continue to be reported with a high mortality rate at =35%, and 
there are no clinically approved vaccines against the pathogen to 
this date. While candidates include a DNA-based candidate,! 31 ! an 
adenovirus-based candidate,! 12a l and an MVA-based vaccines! 32 ! 
have entered clinical trials, much ongoing research efforts on 
MERS-CoV vaccination are focused on recombinant protein 
subunit vaccines owing to their safety and production consist¬ 
ency. In the present study, MERS-CoV antigens are formulated 
with synthetic nanoparticles in a virus-like fashion to improve 
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Figure 7. Viromimetic nanoparticle vaccine confers protection against MERS-CoV infection in DPP4 transgenic mice. A) A schematic diagram of 
the vaccination and MERS-CoV challenge schedule in human DPP4-transgenic mice. B) Titers of 100% neutralizing serum antibody (NT 10 o) against 
MERS-CoV in immunized mice. Dashed line represents a limit of detection at 1 in 20 dilution. Error bars represent mean ± SEM (N = 5). C) Rep¬ 
resentative graphs of hematoxylin-eosin staining of lung sections in immunized mice on day 2 postchallenge. Arrows indicate lymphocyte infiltra¬ 
tion. Determination of infectious viral loads in the lung of immunized mice on day 2 after MERS-CoV challenge using D) a Vero E6 cell-based assay 
and E) quantitative PCR. Error bars represent mean ± SEM (N = 2). Statistical analyses were performed by unpaired t tests (*p < 0.05, **p < 0.01, 
***p < 0.001). F) Survival of MERS-CoV challenged mice (N = 3) (*p < 0.05). 


vaccine potency. Among the commonly used MERS-CoV anti¬ 
gens, namely full-length S protein, SI fragment, and RBD, RBD 
is herein selected as antibodies against this domain have shown 
greater virus neutralizing potential compared to the other candi¬ 
dates. I 33 ! Prior studies have adopted S protein-based nanoparticles 
and RBD-human Fc conjugates to enhance the immunogenicity 
of MERS-CoV antigens/ 34 ! As MERS-CoV RBD protein by itself 
is poorly immunogenic 50 , the present nanoparticle vaccine inte¬ 
grates the antigen with cdGMP to promote antibody and T cell 
responses, thereby obviating the need for human Fc conjugation. 

Lessons learnt from SARS-CoV vaccine development as well 
as prior MERS-CoV vaccine studies indicated that immuno¬ 
logic adjuvants, particularly Thl-biased adjuvants, are critical 
for improving antigen immunogenicity and reducing eosino¬ 
philic immunopathology. However, administration of these 
adjuvanted formulations needs to be handled with caution 
as the elevated levels of immunogenicity usually come at the 
cost of increased systemic inflammatory responses and reacto- 
genicity. The safety concern regarding adjuvant reactogenicity 
has motivated ongoing development of particulate adjuvant for¬ 
mulations/ 35 ! which have been designed to target the lymphatic 
system to better promote localized immune responses. For the 
CDN-based, STING agonist adjuvant adopted in the present 


study, several vehicles, including liposomes,! 9a,36 l calcium phos¬ 
phate nanoparticles,! 37 ! polymeric microparticles,! 38 ! and cati¬ 
onic polymers/ 39 ! have been applied to improve the molecule’s 
potency and safety in prior reports. Compared to the afore¬ 
mentioned STING agonist formulations, the hollow polymeric 
nanoparticle developed herein possesses the combined advan¬ 
tages of biocompatibility, size consistency, colloidal stability, 
tunable adjuvant loading, pH-responsive release, and antigen 
functionalizability. These favorable attributes make the hollow 
nanoparticles a desirable delivery platform for STING-mediated 
immune modulation. Examination of the NP(cdGMP) showed 
many of the reported advantages of nanoparticulate adju¬ 
vants, including efficient uptake by antigen presenting cells, 
enhanced immunostimulating capability, and reduced sys¬ 
temic inflammatory responses. These attributes are expected to 
improve the immunogenicity, efficacy, safety, and applicability 
of STING agonists for MERS-CoV and other vaccination pur¬ 
poses. In addition, recombinant viral antigens can be attached 
to these adjuvant-loaded nanoparticles, enabling mimicry of 
natural virions for effective immune potentiation and induction 
of protective immune responses/ 40 ! 

The co-presence of danger signals during antigen processing 
by dendritic cells has been identified as an important factor in 
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self/nonself discrimination, ! 4 ! and codelivery of antigen and adju¬ 
vants by a single carrier has been shown to enhance immune 
cell activation and antigen presentation. The timing between 
type I IFN signaling and antigen presentation has also been 
observed to critically influence immune responses; whereas IFN 
signaling following antigen presentation (in-sequence signaling) 
potently stimulates T cell expansion, pre-exposure of T cells to 
IFNs prior to antigen presentation (out-of-sequence signaling) 
induces an inhibitory effect/ 8 ! These findings highlight the sig¬ 
nificance of coordinated antigen and adjuvant delivery and sup¬ 
port the viromimetic vaccine design on a mechanistic basis. Fur¬ 
ther to this point, literature has shown that excessive production 
of type I IFNs during infection can have detrimental effects on 
immune responses,l 41 ' and adaptive immunity can be strongly 
influenced by the timing and magnitude of type I IFN admin¬ 
istration! 42 ! and STING activation.I 43 ! While there are lingering 
concerns with the use of STING agonists as vaccine adjuvants 
given the pleiotropic role of type I IFNs, it is generally accepted 
that a short, strong type I IFN response in coordination with 
antigen presentation is conducive to adaptive immunity.! 44 ! j n 
light of this, the hollow nanoparticle offers an ideal controllable 
system that can precisely gauge the dosing and timing of type 
I IFN signaling for robust immune responses. Further study is 
warranted to systemically evaluate the concentrations of antigen 
and adjuvant for their influences on immune activation. 

In the present work, we showed that in contrast to soluble 
RBD antigens formulated with free STING agonists or MF59, 
a robust and sustained MERS-CoV RBD-specific antibody 
response was observed in mice immunized with the virus-like 
nanoparticle vaccine. The data indicate that this viromimetic 
nanoparticulate vaccine was superior in its ability to mount 
humoral responses when compared to MF59, the state-of-the- 
art adjuvant for influenza vaccine. The antibody generated by 
the vaccine is capable of neutralizing to MERS-CoV and directly 
contributes to the protective immunity against viral challenges. 
Moreover, the nanoparticle vaccine induced a balanced Thl/ 
Th2 immune response, which is consistent with prior reports 
of STING-agonist-mediated immune stimulation.! 53,63 ' 45 ! The 
potent Thl response as indicated by the high levels of IgG2a 
antibodies likely accounted for the absence of eosinophilic 
immunopathology. Notably, our nanoparticle vaccines are 
highly capable of priming both antigen-specific CD4 + and CD8 + 
T cell responses. While there is a yet-to-be-consensus thought 
that the recovery of MERS-CoV infection may not solely cor¬ 
relate with antibody responses, recent literature is showing 
increasing emphasis on the role of T cell responses, especially 
CD8 + T cells, in protective immunity against MERS-CoV.! 15 ! 
Future studies further dissecting humoral and cellular immune 
responses in MERS-CoV protection are warranted. 

Several vaccine candidates against human respiratory coro- 
navirus, including whole inactivated virus (WIV), recombinant 
S, SI, or RBD subunit proteins, vectored- or DNA-based S or SI, 
and others, have been investigated in permissive mice, rab¬ 
bits, and nonhuman primates (NHPs) against SARS-CoV and 
MERS-CoV infection.! 46 ! While most of these vaccine candidates 
are immunogenic and effective in immunized animals against 
subsequent live virus challenges, concerns over their safety with 
regard to the induction of immunization-induced immunopa¬ 
thology and/or antibody-mediated disease enhancement (ADE) 


in immunized and challenged animals exist. These undesir¬ 
able host responses are characterized by enhanced pulmonary 
eosinophilic and monocytic infiltration, accompanied by an 
increased recruitment of complement protein C3a without any 
sign of uncontrollable viral infection.! 46 ! It was noted that pas¬ 
sive transfer of sera that contain MERS-CoV-specific but non¬ 
neutralizing antibodies derived from infected or a full-length S 
protein-immunized rabbits to naive rabbits resulted in exacer¬ 
bated pulmonary inflammation, further accentuating the safety 
concern over suboptimal host responses to infection and/or 
immunization.! 47 ! It has also been observed that live MERS-CoV 
challenge of highly permissive human DPP4 transgenic mice 
immunized with either alum- or MF59-formulated WIV uni¬ 
formly caused significant increases in Th2-skewed eosinophilic 
infiltration within the lungs/ 14 ! Recently, we noted human DPP4 
transgenic mice immunized with recombinant adenovirus Ad5- 
encoding SI (rASd5-Sl) exhibited varying extents of perivas¬ 
cular hemorrhage within the lungs upon challenge despite its 
impressive immunogenicity and efficacy against the lethality of 
MERS-CoV/ 48 ! In this study, the prototype nanoparticle-based 
MERS vaccine is not only immunogenic and effective in inhib¬ 
iting viral infection, but also obviates the induction of unde¬ 
sirable lung pathology in immunized and challenged human 
DPP4 transgenic mice. These encouraging results warrant fur¬ 
ther development of the nanoparticle-based vaccine platform. 

With MERS-CoV as a model pathogen, this study also dem¬ 
onstrates a viromimetic nanoparticle vaccine design that may 
be applicable to the many viral diseases threatening the public 
health. While live microbes have long provided design inspi¬ 
rations for vaccine engineering/ 49 ! the present work further 
advances the pathogen-mimicking concept with the STING 
agonist-loaded, capsid-like hollow nanoparticles. Unlike most 
prior reports of PLGA-based nanoformulations that have inad¬ 
equate encapsulation capacity for water-soluble compounds, 
the hollow PLGA nanoparticles presently herein permit tun¬ 
able encapsulation and controlled release of water-soluble 
STING agonists. The cargo of the nanoparticles may be further 
adjusted to modulate immune stimulation, and the particles’ 
functionalizability allows for attachment of different recombi¬ 
nant viral antigens to tailor to specific vaccination needs. Con¬ 
sisting entirely of biocompatible materials, the nanoparticles 
are safe to administer, and they can be stored and transported 
upon freezing. Although the need for cold chain transporta¬ 
tion would incur additional cost, we anticipate the public health 
benefit to outweigh the technological and logistical investment. 
Toward future translation, scalable manufacturing is expected 
to benefit from existing infrastructures for recombinant protein 
production and polymeric nanoformulations.! 5 °1 By effectively 
coupling viral antigens with immunologic adjuvants, nano¬ 
particle vaccines with minimal safety concerns and potency 
rivaling viral vector-based formulations can be envisioned. 


4. Conclusions 

Effective prophylactic measures against highly lethal patho¬ 
gens have stringent safety and efficacy requirements, yet a 
safety/efficacy tradeoff often exists among commonly adopted 
viral-vector-based and subunit-protein-based vaccine candidates. 
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Using synthetic biodegradable polymers, we have constructed 
a virus-like hollow nanoparticle and associated it with a sub¬ 
unit antigen and an adjuvant. Through this nanoengineering 
approach, we demonstrated the preparation of a safe and potent 
vaccine formulation against Middle East respiratory syndrome 
coronavirus (MERS-CoV), which is a WHO-prioritized path¬ 
ogen with an urgent vaccination need. The study highlights 
the application of synthetic nanoparticles for advancing vaccine 
technology against emerging infectious threats. 


5. Experimental Section 

Animals: C57BL/6 mice (National Laboratory Animal Center, 
Taiwan) were housed in the animal facility maintained by the Institute 
of Biomedical Sciences, Academia Sinica. Female transgenic mice 
expressing human DPP4 were generated and housed in the barrier 
facility at the University of Texas Medical Branch as previously 
described.1 51 1 All experiments were performed under an approved 
protocol by the Institutional Animal Care and Use Committee (IACUC), 
Academia Sinica, or by the Office of Research Project Protections, 
IACUC, University of Texas Medical Branch, Texas. 

Cell Lines: Spodoptera frugiperda Sf9 and serum-free adapted Sf21 
cells were purchased from Invitrogen. Sf9 cells were cultured in Grace's 
medium (Thermo Fisher Scientific) supplemented with 10% fetal bovine 
serum (FBS), 100 U mL' 1 penicillin, and 100 pig mL” 1 streptomycin. 
Sf21 cells were cultured in Sf-900 II Serum free medium (Thermo 
Fisher Scientific) containing 100 U mL” 1 penicillin, and 100 pg mL' 1 
streptomycin at 27 °C. Murine immature dendritic JAWS II cells were 
obtained from American Type Culture Collection, and maintained in 
minimum essential medium (MEM) alpha medium containing 
ribonucleosides, deoxyribonucleosides, 10% FBS, 4 x 10” 3 M L-glutamine, 
100 U mL -1 penicillin and 100 pg mL -1 streptomycin, 0.5 X 10” 3 M 
2-mercaptoethanol, 1 X 10” 3 M sodium pyruvate, and 5 ng mL -1 murine 
GM-CSF in a humidified 37 °C incubator with 5% C0 2 . 

Recombinant MERS-RBD Expression and Purification: DNA sequence 
encoding the receptor binding domain (RBD) of the MERS-CoV spike 
antigen and a C-terminal 6 X histidine tag for affinity purification was 
obtained by DNA synthesis (Genscript), and then cloned into the 
pFastBacl-gp67-His-IRES GFP vector. The resultant recombinant 
plasmid was first amplified in E. coli DH5a, and transformed into E. coli 
DFIlOBac for gene transposition. The transposed bacmid was then 
purified for transfection and preparation of baculoviruses carrying the 
recombinant MERS-CoV RBD in Sf9 cells. All the transformants were 
screened by colony PCR with appropriate primers, and the recombinant 
plasmid was verified by sequencing. 

Baculovirus expression system was adopted for the production of 
the recombinant MERS-CoV RBD. Briefly, Sf21 cells were infected with 
the recombinant baculovirus at an MOI of 1 and incubated at 27 °C. 
Four days later, the culture supernatant was collected by centrifugation, 
and the extracellular RBD proteins were purified by the HisTrap 
HP column (GE Healthcare) using an FPLC system. The purified 
protein was verified by Western blot with mouse anti-His tag antibody 
(Roche) or antirecombinant MERS-CoV RBD rabbit serum. The protein 
concentration was determined by the Bradford assay (Bio-Rad). 

Nanoparticle Vaccine Preparation: Hollow polymeric nanoparticles 
were prepared using a water-in-oil-in-water double emulsion process. 
A polymer solution was prepared by dissolving 50 mg mL' 1 of 
carboxy terminated, 50:50 poly(DL-lactide-co-glycolide) (0.15-0.25 
or 0.55-0.75 dL g” 1 , corresponding to =10 000 and =40 000 Da, 
respectively; LACTEL Absorbable Polymers) in dichloromethane. 
Viscosity of the polymer solutions was quantified using a microVISC 
rheometer (RheoSense) according to the manufacturer’s protocol. The 
inner aqueous phase was prepared by dissolving cdGMP (Invivogen) 
in 100 x 10” 3 m of phosphate buffer (pH 7). For a typical preparation, 
50 gL of aqueous solution containing 125 gg of cdGMP was emulsified 


in 500 gL of polymer solution in ice using an Ultrasonic Probe Sonicator 
under the pulse mode with 40% amplitude and on-off durations of! and 
2 s for 1 min. The first emulsion was subsequently added to 5 mL of 
1 X 10“ 3 M phosphate buffer (pH 7), which was then probe sonicated at 
30% amplitude with on-off durations of 1 and 2 s for 2 min. The emulsion 
was subsequently poured to 8 mL of water and heated at 40 °C under 
gentle stirring in a fume hood for solvent evaporation. For preparing 
DSPE-PEG-maleimide-functionalized hollow nanoparticles for antigen 
conjugation, 900 gg of DSPE-PEG(2000)-maleimide (Avanti Polar Lipids, 
Inc.) was added to the 8 mL of water prior to the addition of second 
emulsion. Following 1 h of solvent evaporation, the nanoparticles were 
collected using 100 kDa MWCO Amicon filters (Sigma-Aldrich). 

For conjugating recombinant MERS-CoV RBD antigens to the 
nanoparticles, purified RBD proteins were mixed with maleimide- 
functionalized nanoparticles in solutions containing a mild reducing 
agent (tris(2-carboxyethyl)phosphine; TCEP). For a typical vaccine 
preparation, 800 gg of RBD antigens were mixed with 50 mg of 
hollow nanoparticles containing =58 gg of cdGMP in 2 mL of solution 
comprised of 1 X 10” 3 M of phosphate buffer (pH 7) and 1 X 10“ 3 M 
of TCEP. The mixture was incubated for 4 h under gentle shaking at 
room temperature, and the RBD-conjugated nanoparticles were isolated 
from free proteins using 100 kDa MWCO Amicon filters. Nanoparticle 
vaccines were stored by freezing in 10% sucrose. 

Nanoparticle Vaccine Characterization: Nanoparticle concentration 
was evaluated by nanoparticle tracking analysis using NanoSight NS500 
(Malvern Instrument) and nanoparticle size and zeta potential were 
determined by dynamic light scattering (DLS) using Zetasizer Nano 
ZS (Malvern Instrument). Adjuvant retention study was performed 
by suspending cdGMP-loaded nanoparticles in PBS at 10 mg mL' 1 in 
Eppendorf tubes. At predetermined time points, nanoparticles were 
washed with an Amicon filter to remove released cdGMP and quantified 
for cdGMP content. cdGMP release kinetics in physiologically relevant 
conditions were characterized with a dialysis experiment in two different 
pH environments (pH 5 or 7), in which cdGMP-loaded nanoparticles 
were loaded in Slide-A-Lyzer MINI dialysis devices (10 kDa MWCO; 
Thermo Fisher Scientific) and collected at predetermined time points for 
cdGMP quantification. 

Association of DSPE-PEG-Maleimide to the nanoparticles was 
analyzed by quantifying the nanoparticle-bound PEG using an iodine 
precipitation assay. Nanoparticle-conjugated recombinant MERS-CoV 
RBD protein was measured using the BCA protein assay (Thermo Fisher 
Scientific) following the manufacturer’s protocol. For nanoparticle 
visualization, negative staining was performed with uranyl acetate and 
immunogold staining was performed using mouse anti-His tag antibody 
(Roche) and goat antimouse IgG (H+L) antibody conjugated with 6 nm 
colloidal gold (Jackson ImmunoResearch, West Grove, PA). Negatively 
stained and immunogold stained samples were visualized using an 
FEI 120 kV Sphera microscope, and Cryo-EM images were acquired 
using a Tecnai F20 transmission electron microscope (FEI Company, 
Netherlands) operating at an acceleration voltage of 200 kV. 

Quantification of cdGMP Loading by HPLC Analysis: The loading of 
cdGMP in the hollow nanoparticle was quantified by high-performance 
liquid chromatography (HPLC) using an Ascentis Express C18 column 
(Sigma-Aldrich).I 52 l Briefly, hollow nanoparticles were lyophilized and 
then 95% acetone was added to disrupt the PLGA nanoparticle. After 
removing acetone on a 60 °C dry bath, samples were resuspended in 
100 pL H 2 0 followed by analysis on an Agilent 1100 Series HPLC 
system. Samples containing cdGMP retrieved from acetone-treated 
nanoparticles and a set of cdGMP standards were analyzed using a 
gradient HPLC method in which the starting mobile phase consisted of 
a 97:3 mixture of 10 X 10” 3 M ammonium acetate (AA) and acetonitrile 
(CAN). The second mobile phase was a 92:8 mixture of AA and CAN 
with a gradient time of 2 min, and the third mobile was set with a 
97:3 mixture of AA and CAN with a gradient time of 8 min. Standard 
calibration curves for quantification of cdGMP were acquired ranging 
from 250 to 1.95 pg mL” 1 with R 2 values close to 1. 

Generation of Bone Marrow-derived Dendritic Cells (BMDCs): Bone 
marrow-derived dendritic cells were obtained from C57/BL6 mice 
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according to the protocol of Matheu et ai. with minor alternations.! 53 1 
Briefly, bone marrow cells were harvested from femur bones, and 
cultured in Dulbecco's modified Eagle medium (DMEM) containing 
10% FBS, 50 X 10 -6 m /3-mercaptoethanol, 20 ng mL' 1 GM-CSF, and 
10 ng mL -1 IL-4. The culture medium was replaced on day 3, and the 
cells were collected for experiments on day 7. Following flow cytometric 
analysis, >85% of the harvested cells showed characteristics of CDllc + 
BMDCs. 

Immune Potentiation by cdCMP-Loaded Nanoparticles In Vitro and In 
Vivo: Dy-547-labelled cdGMP (BIOLOG LifeScience Institute) were used 
in the cellular uptake study. Free cdGMP or nanoparticle-encapsulated 
cdGMP were added to JAWS II cells. After 24 h of incubation, 
fluorescence images were acquired with IX-83 (Olympus). For in vitro 
immune activation, JAWS II cells were plated at a density of 1.6 X 
10 s cells per well in a 12-well plate. After 24 h, various concentrations 
of free cdGMP or nanoparticle-encapsulated cdGMP were added to the 
cells. Culture supernatants were harvested at 24 h (for IL-6) or 48 h 
(for TNF-a and IFN-/3) following incubation for cytokine analysis using 
TNF-a mouse uncoated ELISA kit (Thermo Fisher Scientific), IL-6 
mouse uncoated ELISA kit (Thermo Fisher Scientific), and mouse IFN-/3 
ELISA kit (R&.D systems) according to the manufacturers' instructions. 
For activation marker analysis, bone marrow-derived dendritic cells 
were incubated with FcR blocker on ice for 30 min, followed by 1:100 
antimouse-CD80-FITC or IgG isotype control (eBioscience) incubation 
on ice for another 30 min in the dark. After incubation, cells were further 
washed three times and resuspended in 0.2 mL of PBS before flow 
cytometric analysis using FACS LSR II (BD Biosciences). Analysis was 
done by Flowjo software (Tree Star, Ashland, OR). For in vivo immune 
potentiation analysis, free cdGMP or nanoparticle-encapsulated cdGMP 
were inoculated to C57BL/6 mice via footpad injection. At various 
time points, mice sera were collected, and popliteal lymph nodes were 
homogenized in DMEM. Cytokines were measured by TNF-a mouse 
uncoated ELISA kit (Thermo Fisher scientific) and mouse IFN-/3 ELISA 
kit (R&.D systems) from the serum and homogenate. 

Imagingof Antigen and Adjuvant Delivery by Nanoparticles : JAWS II cells 
were incubated with nanoparticles containing Dy-547 labeled cdGMP 
and AlexaFluor-488 labeled RBD antigen for 24 h in 37 °C incubator. After 
removing the media, the cells were washed three times with PBS, and 
fixed with 4% paraformaldehyde followed by imaging on an Olympus 
IX-83 fluorescence microscope. For in vivo distribution, a modified 
method was adopted from the report by Gonzalez et al.l 24a l Briefly, 
C57BL/6 mice were injected subcutaneously with the abovementioned 
Dy-547 cdGMP and AlexaFluor-488 RBD labeled nanoparticle. After 2.5 h, 
each mouse was injected with 1 |tg of APC antimouse CD169 antibody 
(clone 3D6.112; BioLegend) via the same subcutaneous route and the 
draining lymph nodes were harvested after 30 min. The draining lymph 
nodes were cryo-sectioned and fixed with 4% paraformaldehyde followed 
by imaging using Zeiss LSM 700 confocal microscopy. 

Animal Immunization and Serum Collection: Groups of C57BL/6 mice 
were immunized twice on day 0 and 21 subcutaneously at the tail base 
with one of the following formulations: MERS-CoV RBD nanoparticles, 
free RBD proteins mixed with free cdGMP or MF59 adjuvants 
(Invivogen), and PBS. Each mouse was given a 100 pL inoculum of 
10 mg mL -1 nanoparticle containing 10 pg of recombinant RBD proteins 
and 1 pg of cdGMP, 10 pg of free RBD with 1 pg of free cdGMP, or 
10 pg of free RBD with 50 pL of MF59. At designated time points, 
blood was collected from the facial vein into BD SST microtainers (BD 
Biosciences). Sera were obtained after centrifugation at 3000 X g for 
10 min and stored at -20 °C. 

ELISA Analysis: Flat-bottom microplates (Nunc, Denmark) were 
coated overnight with purified recombinant MERS-CoV RBD proteins 
(lOOng per well) at room temperature. After blocking with 5% (w/v) 
skim milk (BD Difco, Sparks, MD) at room temperature for 1 h, 100 pL 
of serially diluted mouse sera were added to each well, and incubated 
at room temperature for 1 h. Following three washes, lOOpL of 1:2000 
diluted peroxidase-conjugated goat antimouse IgG (H+L), IgGl, or lgG2a 
(Jackson ImmunoResearch) was added into each well and incubated 
at room temperature for 1 h. Enzymatic reaction was carried out using 


lOOpL of SureBlue Reserve TMB Microwell Peroxidase Substrate 
(KPL, Gaithersburg, MD) and stopped by the addition of lOOpL of 
TMB stop solution (KPL). The optical density at 450nm (OD 450 ) was 
measured using an automated plate reader (Thermo Fisher Scientific). 

Intracellular Cytokine Staining and Flow Cytometric Analysis: Spleens 
or lymph nodes were collected from euthanized mice for analysis of 
CD4 + or CD8 + T cell responses by intracellular cytokine staining (ICS). 
Single cells were prepared from spleens or lymph nodes and plated at 
1 X 10 s cells per well into round-bottom 96-well plates. RBD antigens 
and synthetic peptides (S366 (S366-374; FEAKPSGSV), S395 (S395- 
402; QVYNFKRL), S483 (S483-491; TVPHNLTTI), and S434 (S434-441; 
ASNCYSSL)) were added at 37 °C with 5% C0 2 to stimulate CD4 + and 
CD8 + T cells respectively. After 4 h, GolgiPlug protein transport inhibitor 
(BD Biosciences, San Jose, CA) was added. Plates were incubated for 
another 4 h and then spun at 4 °C to remove the medium. Cells were 
resuspended in 40 (iL of 1:200 diluted anti-CD8-PerCP-Cy5.5 (clone 
53-6.7; BD Biosciences) and 1:400 diluted anti-CD4-PE-Cy7 (clone 
RM4-5; BD Biosciences) antibodies. After 30 min of incubation on ice, 
cells were washed, resuspended in 100 pL of Cytofix/Cytoperm solution, 
and incubated on ice for 20 min. After two washes, cells were stained 
with 40 pL of 1:200 diluted anti-IFN-yAPC antibody (clone XMG1.2; BD 
Biosciences) overnight at 4 °C. Cells were washed three times before 
acquisition using a FACS LSR II (Institute of Biomedical Sciences, 
Academia Sinica). Analysis was done by Flowjo software. Backgrounds 
as determined for samples without peptide stimulation were subtracted 
from the values presented for test samples. 

MERS-CoV Neutralization Assay: The standard Vero E6 cell-based 
microneutralization assay was performed in an approved biosafety level 
3 (BSL-3) laboratory to determine the titer of neutralizing antibodies 
against live MERS-CoV, as previously described.I 54 l Briefly, serially 
twofold diluted mouse sera were incubated with =100 infectious 
MERS-CoV (EMC-2012 strain) at room temperature for 2 h before 
transferring to confluent Vero E6 cells for cultivation at 37 °C incubator 
for 72 h. The neutralizing capability of the mouse sera was determined 
by the presence or absence of virus-induced cytopathic effect (CPE). 
Neutralizing antibody titers were expressed as the reciprocal of the 
highest dilution of sera that completely inhibited virus-induced CPE in 
100% of the wells (NT 100 ). 

MERS-CoV Challenge Studies: The MERS-CoV challenge studies were 
all conducted within approved BSL-3 and animal BSL-3 laboratories at the 
Galveston National Laboratory, strictly following approved notification-of- 
usage (NOU) and animal protocols and the guidelines and regulations of 
the National Institute of Health and AAALAC. For the proof-of-principle 
study, two groups of five age- and sex-matched human DPP4-transgenic 
mice were immunized subcutaneously twice, four weeks apart, with either 
the MERS-CoV RBD nanoparticle vaccine or control nanoparticles. The 
nanoparticles were thawed in a 37 °C water bath from samples that were 
stored at -20 °C for 2 months. Four weeks after the booster, mice were 
bled for assessing MERS-CoV RBD-specific IgG and neutralizing antibody 
responses prior to intranasal (i.n.) challenge with 100 LD 50 (50% lethal 
dose) (=10 3 TCID 50 ) of MERS-CoV (EMC/2012 strain). Virally challenged 
mice were monitored daily for clinical manifestations (i.e., weight loss) 
and mortality for at least 24 d after infection. Two of the five mice were 
sacrificed on day 2 postchallenge to assess the lung viral loads by Vero 
E6-based infection assay and quantitative PCR as previously described.! 55 ! 
In addition, the lung tissues were processed, paraffin-embedded, and 
hematoxylin-and-eosin (H&E)-stained for assessing the histopathology, 
as previously described.! 56 ! 

Statistical Analyses: Data were analyzed by nonparametric unpaired 
t tests (Mann-Whitney) or ANOVA followed by Dunnett’s multiple 
comparison tests using GraphPad Prism (GraphPad Software, San Diego, 
CA). The p values smaller than 0.05 were considered statistical significance. 
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